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SUBJECT: WALK-THROUGH METAL DETECTOR - USIS AMMAN 
BEIRUT FOR RTC FROM SY/T, AMMAN FOR RSO 

1. USIS HEADQUARTERS HAS REQUESTED FRISKEM MODEL AF-43 
WALK-THROUGH METAL DETECTOR FOR AMMAN USIS FACILITY. 

2. ADVISE SY/T IF ALL WALK THROUGH DETECTORS FORWARDED TO 
BEIRUT ARE COMMITTED OR IF ONE CAN BE PROVIDED PER THIS 
REQUEST. KISSINGER 
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